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OSA 0135.64 


3 January 1964 


MEMORANDUM FOR THE BECORD 


SUBJECT: Distribution of Lovelace Physical Examination 
Reports . 


will be as follows: 


Effective r the handling of reports of physical 


examinations for the 


a. The Clinic will send four copies of each 


individual report to Hughes Air. 


craft Company, 


will retain one copy for his 
and forward the remaining three 
ra) € undersigned, using an OSA postal box, 
c. Of the three copies received in Head Narters, 
one will be sent to the Medical Offi 
another will be gent t nd the 
third will be retained © individual's file in 


O8A/Personnel, 
25X1A 
Img r) 
Support Division, OSA 
Distribution: 

SD/OBA 
PB/OSA 
S8/OSA 
EX0/OSA figs. 
D¥A/OX/0S8A x 
RB/OSA es 

oe // 
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